
El Monte Union High School District 
3537 Johnson Avenue 
El Monte, Ca91731 

Hazardous Materials 
Certification 

BroNo. 2017-18(B4) 

Installation of District-Owned 
Surveillance Cameras and 
Wireless Access Points Districtwide 
(Bid Packet Section 00750) 


1 . Contractor hereby certifies that no Asbestos, or Asbestos-Containing Materials, 
polychlorinated biphenyl (PCB), or any material listed by the federal or state 
Environmental Protection Agency or federal or state health agencies as a hazardous 
material, or any other material defined as being hazardous under federal or state laws, 
rules, or regulations (‘TSfew Hazardous Material”), shall be furnished, installed, or 
incorporated in any way into the Project or in any tools, devices, clothing, or equipment 
used to affect any portion of Contractor's work on the Project for District. 

2. Contractor further certifies that it has instructed its employees with respect to the above- 
mentioned standards, hazards, risks, and liabilities. 

3. Asbestos and/or asbestos-containing material shall be defined as all items eontaining but 
not limited to chrysotile, crocidolite, amosite, anthophyllite, tremolite, and actinolite. Any 
or all material containing greater than one-tenth of one percent (.1%) asbestos shall be 
defined as asbestos-containing material. 

4 . Any disputes involving the question of whether or not material is New Hazardous 
Material shall be settled by electron microscopy or other appropriate and recognized 
testing procedure, at the District’s determination. The costs of any such tests shall be 
paid by Contractor if the material is found to be New Hazardous Material. 

5. All Work or materials found to be New Hazardous Material or Work or material installed 
with “New Hazardous Material” containing equipment will be immediately rejected and 
this Work will be removed at Contraetor's expense at no additional cost to the District. 
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6 . 


Contractor has read and understood the document Hazardous Materials Procedures & 
Requirements, and shall comply with all the provisions outlined therein. 


Date: 

Proper Name of Contractor: 
Signature: 

Print Name: 

Title: 


END OF DOCUMENT 
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